

not affect the other safety features because they are on
separate circuits {Tr. 295).  He described the safety fea-
tures of the elevator, and he stated that no one told him
that the elevator had dropped.  He also indicated that had
the elevator dropped "the safeties would have set," and he
saw no evidence that this happened (Tr. 298) .

On cross-examination and in response to further questions,
Mr. Lusky explained the functions of the elevator relays
and contactors, and he confirmed that he had not previously
done any work on the elevator in question.  He confirmed
that he spoke with no one who had ridden the elevator and
that he considered his service call to be "routine."  He
also indicated that any prior service calls would be a matter
of record, but he could not recall exactly when the elevator
was first installed.  He confirmed that an elevator could
stop for a number of reasons, and conceded that such a stop
would be an "unusual event" (Tr, 311).

Willard D. Smith, shift foreman, testified that on
December 27, 1982, when he rode the elevator down at 5:30 the
doors would not shut and the elevator would not go up.  He
reported this to the maintenance foreman, and the elevator
was operated manually until the problem could be taken care
of.  The elevator was repaired, but he did not know what work
was done on it.  He reported to work for the second shift
on December 28, and prepared to load the elevator to send
the crews underground.  He was not present when the elevator
stopped while coming up and he spoke to no one who was on
that elevator.  He stated that "I had heard through the main-
tenance that they had trouble with the elevator," and he was
present when Mr. Rebottini came up on the elevator and he
heard him state "it worked fine."  Mr. Smith did not speak
with Mr. Rebottini, and after he got off the elevator the
evening shift began loading on the elevator (Tr. 324).

Mr. Smith stated that no one told him that the elevator
had stopped and he heard no one waiting to load on his shift
state that they thought the elevator was unsafe.  Three
elevator loads went underground while he was there and the
elevator did not malfunction.  Mr. Smith described his
conversations with Mr. Hogan and Mr. Ventura as follows
(Tr.. 325-327) :

Q.  Now, there came a point when Ventura
and Hogan approached you?

A.  Yes, they did.

Q.  What did they say to you.
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